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ACTION PM-05 

INFO OCT-01 EUR- 12 NEA-10 10-13 ISO-OO SSM-03 HA-05 
SAA-01 ACDA-12 OMB-01 TRSE-00 AID-05 NSC-05 SP-02 
SS-15 L-03 CIAE-00 INR-10 NSAE-00 /103 W 

063577 271229Z/53 

R 261340Z JUL 78 
FM AMEMBASSY OSLO 
TO SECSTATE WASHDC 6210 
INFO AMEMBASSY BEIRUT 
USMISSION USUN NEW YORK 
SECDEF WASHDC 

CONFIDENTIAL OSLO 3579 

E.O. 11652: GDS 
TAGS: MARR, LE, NO, XF 

SUB J : STATUS OF NDRE PROPOSAL FOR SITE TESTS OF SENSORS 

REF: STATE 187747 

1 . EMBASSY RELAYED INFO CONTAINED REFTEL TO EGIL REINE, 

NORWEGIAN DEFENCE RESEARCHE ESTABLISHMENT, WHO EXPRESSED 
GRATITUDE FOR INFORMATION SUPPLIED AND MATERIAL BEING 
POUCHED. HE ASKED IF A FUNDING DECISION COULD BE MADE BY 
THE USG ASAP SO THAT THE NORWEGIAN TEAM WILL KNOW HOW 

TO PROCEED. 

2. WITH REFERENCE TO THE SECURITY POINT RAISED REFTEL, 

REINE COMMENTED THAT THE NORWEGIAN PARTICIPANTS WOULD PLAN ON 
WEARING UN UNIFORMS AND BE IDENTIFIED AS MEMBERS OF 
UNIFIL. FURTHERMORE, TESTING THAT THEY WOULD CARRY ON WOULD 
TAKE PLACE WELL AWAY (THEY HOPED) FROM ANY HOT SPOTS. 

3. ACTION REQUESTED: DECISION ON USG PARTICIPATION 
IN SITE TESTING ASAP. 
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